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Message Text 

CONFIDENTIAL 

PAGE 01 OSLO 03451 181432Z 
ACTION OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO OCPE-OO FBOE-OO A-01 
OCL-OO SY-05 /025W 

072157 191210Z/43 

R 181408Z JUL78 
FM AMEMBASSY OSLO 
TO SECSTATE WASHDC 6167 
INFO AMEMBASSY BONN 
AMCONSUL FRANKFURT 
AMEMBASSY LONDON 

CONFIDENTIAL OSLO 345 1 

DEPARTMENT FOR FBO, OC/PE 

LONDON FOR ATO 

FRANKFURT FOR ATO 

FRANKFURT FOR RSS, RTC 

BONN FOR RCO 

E.O. 11652: GDS 

TAGS: ABLD, AFAC, ASEC 

SUBJECT: REPLACEMENT OF EMERGENCY GENERATOR FOR CCC 

1 . FBO REPRESENTATIVE JEROME MORRISION WHILE IN 
OSLO ON PRIVATE VISIT CONSULTED WITH POST ON FBO 
MATERS. HE INFORMED POST THAT GASOLINE-POWERED 
EMERGENCY GENERATOR (KATOLITE. 25 KW) WAS A POTENTIAL FIRE 
HAZARD AND SHOULD BE REPLACED ASAP FOR SAFETY REASONS. 

2. ACCORDING TO TCU PERSONNEL, ATO LONDON HAS 
REPLACEMENT GENERATOR AWAITING INSTALLATION OSLO 
AND ITS INSTALLATION HAS BEEN DELAYED PENDING TECHNICAL 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 OSLO 03451 181432Z 

SURVEY FOR INSTALLATION OF REPLACEMENT AIR CONDITIONING FOR CCC. 

3. POST REQUESTS THAT INSTALLATION OF NEW GENERATOR NOT BE TIED 
TO AIR CONDITIONING CCC AND THAT INSTALLATION BE SCHEDULED ASAP. 

4. PLEASE ADVISE. 

LERNER 
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